Subject: Revised Application - Miscalculated the number of poles 
From: Lorena Parker 
Date: 12/07/2015 12:28 PM 
To: mario.aceves@lacity.org 


Lorena Parker 
Executive Director 

San Pedro Historic Waterfront 
Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 

T 31 0.832.21 83 | F 31 0.832.0685 
Lparker@sanpedrobid.com 

www.sanpedrobid.com 


• Attachments-1 5/Revised Application 201 5 SPPOA Holiday Lighting Application.pdf 


